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[ PART 1 


CORRIGENDUM 


The 12th July , 1994 
No. 1413 -SSW.94 . In partial modification of the Gazette Notification issued , -vide No. 1323 -SW / 
(4)/94 , dated 22nd June, 1994 , the Governor of Haryana is pleased to make the following Corrigendum 
in the jurisdiction bf the L.C.S. as Dowry Prohibition Officer, Karnal as under :-- 


Serial 
No. 


Dowry Prohibition Officer 


Jurisdiction 


Advisory Board Committee 


LC. S., Karnal 


1 . 


1 . 
2 . 


Nisang 
Karnal (R ) 
Nilokheri 


3 . 


2 . 


3 . 


4 . 


All concerned 
CIPO s , 
All concerned 
Mukhya Sevi 
kas. 
Tehsil Welfare 
Oficer concer 
aed . 
Five Social 
Workers (Out 
of whom tvo 
women of con 
cerned (area ) fall 
ing under juris 
diction Dowry 
Prohibition Offi 
cer to be selec , 
ted by PO /LCS 


.. 


VEENA EAGLETON , 
Commissioner and Secretary to Government, Haryana , 

Social Welfare Department. 
INDUSTRIES DEPARTMENT 

The 25th July , 1994 
No 4 (10 ) (50) -61B - 11.79. - In exercise of the powers conferred by the Rule 9 and 10 of Haryana Boiler 
Operation Engineers (Amendments ) Rules 1971 , and Rule 10 and 11 of Punjab Boilers Attendants 
(Haryana Amendments) Rules, 1971, and in supersession of Haryana Government, Industries Department 
Notification No. 4 (10 ) (50 ) -61B - 11-79, dated 18th July, 1990 , the Governor of Haryana hereby constitutes for 
the State of Haryana , a Board of Examiners consisting of the following : 
1. Chief Inspector of Boilers, 

Ex - Officio Chairman 
Haryena , Yamunagar 
2. Prof. and Chairman , 

Member 
Regional Engg . College, Kurukshetra 
3. Deputy Director (Tech .), Directorate 

Member 
of Industries, Haryana , Chandigarh 
4. Shri M. S. Ahuja , SE /Mech . Mtc . II 

Mambar 
Panipat Thermal Power Station , 

HSEB , Panipat 
5: Shri R. K. Sehrawat, Technical Advisor 

Member 
(E ), Haryana State Federation of Co- op . 
Sugar Mills Ltd., S.C.O. 3011-12 , 

Sector 22 - D , Chandigarh 
6. Shri Harbhajan Lal Bhandari, 

Momber 
( Retd , Chief Inspector of Boilers 

(Haryana ), Paper Mills Colony, Yamunanagar 
6. Inspector of Boilers, Haryana , 

Ex -Officio Secretary 
( To be nominated by the Chief 

Inspector of Boilers , Haryana ) 
2. The term of office of each of the member other than the ex- officio member of the Board shall 
be three years . 

R.S. MALIK 
Commissioner and Secretary to Government, Haryana , 

Industries Department. 


